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Emergency and First Aid Procedures 

INHALATION: Remove to fresh axr. If breathing has stopped, administer 
artificial respiration. Seek medical attention. 

EYES: Flush eyes for at least fifteen minutes with clear water. If 
irritation persists, seek medical attention. 

SKIN: Wash with soap and water. For frostbite, seek immediate medical 
attention. 

INGESTION: DO NOT INDUCE VOMITING! Give 2 glasses of water and immediately 
seek medical attention. 

NOTE: Adrenalin and other similar cardiac stimulants should NOT be used 
to treat effects of overexposure to this product. See section I. 

None of the ingredients in this product are listed on the OSHA, I ARC, NTP 

list of possible carcinogenic, mutagenic, or teratogenic chemicals. 


V - REACTIVITY DATA ^ 

Stability: STABLE Conditions to Avoid: Avoid heating above 290 

Incompatibility (materials to avoid) 

Incompatable with alkali and alkaline earth metals 
Hazardous Decomposition Products; . . , 

Hydrogen fluoride, carbon dioxide, and carbon monoxide 
Hazardous Polymerization; WILL NOT OCCUR 

Conditions to Avoid: See 2 


VI - SPILL OR LEAK PROCEDURES 

Evacuate area, ventilate area well ana avoid breathing vapors 
to sewer. Dike spill. Collect on alpso^-bant .mater la^. such as 
put in steel drums for recovery by distillation. or disposal. 
Federal, State, and local regulations on reporting releases. 
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VII - WASTE DISPOSAL METHODS _ 

Treatment, storage, transportation, and disposal must be in accordance 
with applicable Federal, State, and local regulations. 


VIII - EMPLOYEE PROTECTION 

Respiratory Protection: . . . . 

If levels exceed TLVs, increased ventilation or organic vapor mask required 
Ventilation: Do not use in closed space. Ventilation required. 

Hands: Solvent resistant gloves such as Viton, Polyvinyl alcohol. 

Eyes; Wear splash proof safety goggles or glasses. 

special Procautions: . , ^ ^ 

Keep aerosol cans in cool place out of direct sunlight and away from heat 
open flame. Keep this and all chemicals away from cnilderen. 


IX - OTHER INFORMATION 

CYCLOMETHICONE: A silicone fluid designed tor use in cosmetic and personal 
care product formulations as a base or transient carrier. 


CYCLOMETHICONE: LD50 in rats > 5000mg/Kg, per oral dose. Percutaneously 
it IS shown to be non-toxic at a dose of 2000 mg/Kg. Testing showed the. 
cyclomethicone to be a slight irritant to the eyes and skin as tested with 
rabbits. 


All ingrediants are TSCA listed. 

No ingrediants appear on California's Proposition 65 list of chemicals. 
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